Logged Formula Worksheet (at an< 

19/25/2011 2:11:30 PM 
Pa'ge 1 

METHOTREXATE 25MG/ML INJECTABLE 
Description: 

Quantity made: 500 ML 


nniiiiiin 


NEW ENGLAND COMPOUNt 
697 WAVERLY ST. 

697 WAVERLY ST. 
FRAMINGHAM, MA 01702 P 


\ : 


1.502 g 
12.503 g 


Date made: 10/25/2011 
Lot number: 1025201 1 @92 
Beyond use date: April 22, 2012 

180 days after compounding date 

Pharmacist: AVS 

Technician: <NONE> 

NDC1: 51927-1565-00 
Packaging: AMBER VIALS W/ RED CAPS 
Equipment: 

Labeling: PROTECT FROM LIGHT 
Stability information: 

C/7 micals 

y METHOTREXATE POWDER 
Lot#: UD0026 


y SODIUM CHLORIDE (STERILE) GRANUALE 

Lot #: 75881/A Mfg: MEDISCA 


Batch yield: 500.000 
Qty remaining: 500.000 


Active[?[ 
Formula ID: 4400 
Log ID: 201193 


Pricing calculations from the loo 

$9.oo as of 
$0.00 
$0.00 

$o.oo Time to make: 



Whlsr: SPECTRUM 


Actual cost & date 

06/25/2008 


^-1109^927-1565-00 y 
/ 4.5 ML \ / 

date: 10/3/2012 ) VJfbferiL^TC 


NDC: 51927-1391-00 
1.5 GM □ 

Exp date: 9/30/2015 Whlsr: MEDISCA 


$4.50 ^ ^J)3/2 


Exp. date: 1/1/2020 


500 ML 
Exp. date: 9/30/201-3^ 


Whlsr. 

7-30-1 237 EBChW 


Chemlnvg; 


(Added all GM & GMS: 14.00) 

Log Instructions & Notes 

Originally made as: 500 METHOTREXATE 25MG/ML INJECTABLE 
Calculated lot number: 1025201 1@92 Beyond use date: 4/22/2012 
FORMULA INSTRUCTIONS: 


NDC: 02647850000 


JO-M 


p 04 : 4 


our 


A0 3: 


03 our 


FACILITY NAME: 


QUANTITY: 

LOT#'S 


(Opl 


CT ^ ^ 

FRAMINGHAM, MA 01702 8 T 00-994-6322 

,™°J REXATE 25MG/ML - INJECTABLE 

252011 @92 Discard alter 4/22/2012 


PROTECT FROM LIGHT 




If.' 


w- 




174755_17_13_002147 


FDA P00007327 



